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Message Text 


UNCLASSIFIED 

PAGE 01 WARSAW 01257 050850Z 

15 

ACTION DOTE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 OES-05 /025 W 

024120 

R 050823Z MAR 75 
FM AMEMBASSY WARSAW 
TO SECSTATE WASHDC 3670 

UNCLAS WARSAW 1257 

PASS DOT FOR GWIAZDOWSKI AND GROBECKER 

E.O. 11652: N/A 
TAGS: TPHY, PL 

SUBJECT: UV METER FOR CIAP PROGRAM 

1. DR. MICHNOWSKI INDICATES CO-AXIAL CABLE LENGTH NEED NOT 
EXCEED FIVE METERS; HE CONFIRMS POWER SUPPLY HERE IS 220 
VOLT, 50 CYCLES. 

2. MICHNOWSKI SENDING LETTER OF INVITATION FOR VISIT TO 
POLAND TO GWIAZDOWSKI SHORTLY; WOULD APPRECIATE LEARNING 
GWIAZDOWSKI'S TRAVEL PLANS TO POLAND ASAP. 

DAVIES 


UNCLASSIFIED 
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